To:  R6  Daily  Ops[R6_Daily_Ops@epa.gov] 

From:  Webster,  Susan 

Sent:  Fri  8/7/2015  1:16:22  PM 

Subject:  R6  Daily  Ops;  R6  Deployed  to  Gold  King  Mine 


R6  Daily  Ops  Status  Report 
Current  Status  (7:26  AM  CDT  on  8/7/2015) 

Personnel 

Rl:  Delgado 

Outposted  OSC's 

Tel  Duty:  Webster 

Houston,  TX/Zelmer 

Available 

AvaOable  OSC's: 

Adams 

Bernier 

Brescia 

Delgado 

Delgado 

Enders 

Fife 

Foster 

Hayes 

Mason 

McAteer 

Rhotenberry 

Rinehart 

Todd 

Smalley 

Smith 

UnavaUable  OSC's: 

Martin  Moore 

Reported  Activities  (8/6/2015  12:00:00  AM  CDT  - 8/7/2015  7:21:00  AM  CDT) 


Spill  Notifications 

State 

Oil  Haz  Rad  Other 

AR 

1 

0 

0 

0 

LA 

0 

1 

0 

0 

NM 

0 

0 

0 

0 

OK 

2 

0 

0 

0 

TX 

2 

3 

0 

0 

Total 

5 

4 

0 

0 =9 

Significant  Events 

Gretna  Plating  and  Polishing  ER  - OSC  E Delgado  overseeing  stabilization  at  site. 


Gold  King  Mine  - This  response  is  being  reported  separately  by  Region  6.  OSC  Hayes  has  been  deployed. 

Field  Operations 

No  Ops  Log  entries  for  this  reporting  period 

Exercises 

No  exercises  for  this  reporting  period 
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Susan  Webster,  Chief 
Removal  Section 
Superfund  Division 
US  EPA  Region  6 
214.789.2667  (c) 
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